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NEW DELH 


उपभोक्ता मामले , खाद्य और सार्वजनिक वितरण मंत्रालय 

( उपभोक्ता मामले विभाग) 
(भारतीय मानक ब्यूरो) 

अधिसूचना 

नई दिल्ली , 14 मार्च, 2017 
का . आ . 854( अ ). भारतीय मानक ब्यूरो नियम , 1987 के नियम 7 के उपनियम ( 1) के खंड ( ख ) के अनुसरण में 
भारतीय मानक ब्यूरो एतद् द्वारा अधिसूचित किया जाता है की भारतीय मानक , जिनके विवरण इसके साथ अनुबंधित 
अनुसूची के द्वितीय कॉलम में दिए गए है वे तृतीय कॉलम की तीथि से निरस्त कर दिए हैं और वापस ले लिए गए हैं । 


अनुसूची 
रद्दकिये गए मानक ( कों ) की संख्या एवं शीर्षक 


क्रम संख्या 


रद्द होने की तिथि 


( 2 ) 


( 3 ) 


( 1 ) 
1 . 


22 दिसम्बर 2016 
22 दिसम्बर 2016 
22 दिसम्बर 2016 


___ आई एस 4633 : 1968/ आई ई सी 60166 
आई एस 5001 (भाग 2) : 1973 / आई ई सी 47( सी ओ ) 384 
आई एस 5475 ( भाग 1) : 1978/ आई ई सी 60040 ( सी ओ ) 

363 
आई एस 6553 : 1971/ आई ई सी 60047 सेक्ट 445 
आई एस 7412 : 1974/ आई ई सी 60047 ( सी ओ ) 437 
आई एस 7440 ( भाग 2) : 1974/ आई ई सी 147 -1ई73 और 

147- 1 : 72 


5 . 
6. 


22 दिसम्बर 2016 
22 दिसम्बर 2016 
22 दिसम्बर 2016 
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22 दिसम्बर 2016 


22 दिसम्बर 2016 


11. 


22 दिसम्बर 2016 
22 दिसम्बर 2016 
22 दिसम्बर 2016 
22 दिसम्बर 2016 


12 . 


13 . 
14 . 


15 . 


आई एस 7440 ( भाग 3/ अनुभाग 1 ) : 1976/ आई ई सी 

147 - 1ई ( 1973) 
आई एस 7440 ( भाग 3/ अनुभाग 2) : 1977 / आई ई सी 147 

1ई ( 1973 ) 
आई एस 8083 : 1976 / आई ई सी 234ए : 1970 
___ आई एस 8238 : 1976/ आई ई सी 40ए ( सेक्ट ) 325 
आई एस 8909 ( भाग 1) : 1978/ आई ई सी 40 ( सी ओ) 331 
आई एस 14901 ( भाग 5/ अनुभाग 1) : 2010/ आई ई सी 

60747 - 5 ( 2002 ) 
आई एस 1885 ( भाग 68) : 1989 
आई एस 2032 ( भाग 12) : 1969 

आई एस 2382 : 1970 

आई एस 9098 : 1979 
आई एस 9551 ( भाग 2) : 1983 

आई एस 9551 ( भाग 4) : 1980 
__ आई एस 9551 ( भाग 5 ) : 1980 
आई एस 9793 ( भाग 1/ अनुभाग 2 ) : 1992 
आई एस 9793 ( भाग 1/ अनुभाग 3) : 1992 
आई एस 9793 ( भाग 2/अनुभाग 1 ) : 1991 

आई एस 9876 : 1981 
__ आई एस 9887 : 1981 

आई एस 10779 : 1984 
आई एस 11025 : 1984 
आई एस 11136 : 1984 


16 . 


17. 
18. 


19. 


20 . 


21 . 


22 


23 . 


24. 


22 दिसम्बर 2016 
22 दिसम्बर 2016 
22 दिसम्बर 2016 
22 दिसम्बर 2016 
22 दिसम्बर 2016 
22दिसम्बर 2016 
22 दिसम्बर 2016 
22 दिसम्बर 2016 
22 दिसम्बर 2016 
22 दिसम्बर 2016 
22 दिसम्बर 2016 
22 दिसम्बर 2016 
22 दिसम्बर 2016 
22 दिसम्बर 2016 
22 दिसम्बर 2016 
22 दिसम्बर 2016 
22 दिसम्बर 2016 
22 दिसम्बर 2016 
22 दिसम्बर 2016 
22 दिसम्बर 2016 
22 दिसम्बर 2016 
22 दिसम्बर 2016 
22 दिसम्बर 2016 


25. 


26 . 


27 . 


आई एस 11361 : 1984 


28 . 
29. 


30 . 


31 . 


32. 


आई एस 12274 : 1987 

आई एस 11017 : 1984 
__ आई एस 11600 / आई ई सी 181 और 181बी : 1966 
आई एस 11418 ( भाग 1) : 1986 / आई एस ओ 3309 : 1984 
आई एस 11418 (भाग 2) : 1986/ आई एस ओ 4335 : 1984 
आई एस 11418 ( भाग 3) : 1986/ आई एस ओ 7809 : 1984 

आई एस 14173 : 1994/ आई एस ओ 7812 : 1987 


33. 


34 . 


35. 
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सी . बी . सिंह, अपर महानिदेशक 
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MINISTRY OF CONSUMER AFFAIRS, FOOD AND PUBLIC DISTRIBUTION 

(Department of Consumer Affairs ) 
( BUREAU OF INDIAN STANDARDS ) 

NOTIFICATION 

New Delhi,the 14th March , 2017 
S. O . 854 (E ). — In pursuance of clause (b ) of sub - rule (1 ) of Rule 7 of the Bureau of Indian Standards 
Rules, it is, hereby notified that the Indian Standard ,particulars of which are given in the second column of the 
Schedule hereto annexed has been cancelled on the date against it in the third column and stands withdrawn . 

SCHEDULE 


Sl. No. 


( 1 ) 


Date of Cancellation 

( 3 ) 
22 December 2016 


22 December 2016 


22 December 2016 


22 December 2016 


22 December 2016 


22 December 2016 


22 December 2016 


22 December 2016 


No and Year of the Indian Standards Cancelled 

( 2 ) 
IS 4633 : 1968/IEC 60166 Fixed metallized - paper dielectric 

capacitors for direct current 
IS 5001(Part 2 ) : 1973 /IEC 47 ( CO ) 384 Guide for preparation of 
drawings of semiconductor devices and integrated circuits: Part 2 

Integrated Circuits 
IS 5475 (Part 1) : 1978 /IEC 60040 (CO ) 363 Polystyrene film 
dielectric capacitors :Part 1 General requirements and methods of 

tests ( First Revision 
IS 6553 : 1971/IEC 60047 (Sectt)445 Environmental requirements 

for semiconductor devices and integrated circuits 
IS 7412 : 1974/ IEC 60047 (CO ) 437 Life testing of semiconductor 

devices 
IS 7440 (Part 2 ) : 1974/ IEC 147- IEC 3 & 147- 1 : 72 Essential 
ratings and charcteristics of analogue integrated circuits: Part 2 
Telecommunication amplifiers (Audio ,Video and Multichannel) 
IS 7440 ( Part 3 /Sec - 1) : 1976 / IEC 147 - 1E ( 1973 ) Essential ratings 

and characteristics of analogue integrated circuits: Part 3 
Operational amplifier , Sec 2 Having two input and two outputs 
IS 7440 (Part 3/Sec - 2) : 1977 /IEC 147 - 1E (1973) Essential ratings 

and characteristics of analogue integrated circuits : Part 3 
Operational amplifier,Sec -2 having two input and two outputs 
IS 8083 : 1976 / IEC 234A : 1970 Dimensions of ceramic dielectric 

capacitors of the plate type 
IS 8238 : 1976 / IEC 40A (Sectt ) 325 Guide for use of variable 

capacitors in electronic equipment 
IS 8909 (Part 1) : 1978 /IEC 40 (CO ) 331Fixed resistors, general 
purpose,power: Part 1 General requirements and methods of tests 
IS 14901 (Part 5 /Sec1 ) : 2010 / IEC 60747 - 5 ( 2002) Semiconductor 
devices- Discrete devices and integrated circuits - Part 5 

Optoelectronic devices Sec 1 Gen 
IS 1885 ( Part 68 ) : 1989 Electronical Vocabulary : Part 68 Surface 

Acoustic Wave (SAW ) Filters 
IS 2032 (Part 12 ) : 1969 Graphical symbols used in 
electrotechnology : Part 12 Electroacoustic transducers and 

recording and reproducing systems 
IS 2382 : 1970 Recommended mounting dimensions of 

loudspeakers (First Revision ) 
IS 9098 : 1979 Specification for pure tone audiometers 
IS 9551 (Part 2) : 1983 Specification for high -fidelity audio 

equipment and systems : Part 2 Amplifiers 
IS 9551 ( Part 4 ) : 1980 High fidelity audio equipment and 

systems: Part 4 Record playing equipment and cartidges 

IS 9551 (Part 5) : 1980 High fidelity audio equipment and 
systems: Part 5 Magnetic sound tape recording and reproducing 

equipment 


22 December 2016 


22 December 2016 


22 December 2016 


22 December 2016 


22 December 2016 


22 December 2016 


22 December 2016 


22 December 2016 
22 December 2016 


22 December 2016 


22 December 2016 
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22 December 2016 


22 December 2016 


22 December 2016 


23 . 


22 December 2016 


22 December 2016 
22 December 2016 


26 . 


22 December 2016 


IS 9793 ( Part 1 /Sec 2 ) : 1992 Antennas for the reception of sound 
and television broadcasting in the frequency range 30 MHz to 1 
Ghz : Part 1 Methods of measurement, Sec 2 Methods of tests of 

electrical performance parameters (First Revision ) 
IS 9793 (Part 1 /Sec 3 ) : 1992 Antennas for the reception of the 
sound and television broadcasting in the frequency range 30 Mhz 
to 1 Ghz : Part 1 Methods of measurement, Sec 3 Methods of tests 
for mechanical properties and environment tests ( First Revision ) 
IS 9793 ( Part 2 /Sec 1 ) : 1991 Antennas for the reception of sound 

and television broadcasting in the frequency range 30 MHz to 1 
GHz : Part 2 Requirements Sec 1 Guide for the prepation of aerial 

performance specification ( First Revision ) 
IS 9876 : 1981 Guide to the measurement of airborne acoustical 

noise and evaluation of its effects of man 
IS 9887 : 1981 Guidance on Subjective listening tests 
IS 10779 : 1984 Provisional reference coupler for the caliberation 

of earphones used in audiometry 
IS 11025 : 1984 Symbols and other markings on hearing aids and 

related equipment 
IS 11136 : 1984 Methods of measurement for video tape recording 

and reproducing equipment 
IS 11361 : 1984 Interconnection between video tape recorders and 

television receivers for 50 Hz,625 lines systems 
IS 12274 : 1987 Safety requirements for electronic flash apparatus 

for photographic purposes 
IS 11017 : 1984/IEC 60548 : 1976 Expression of properties of 

sampling oscilloscopes 
IS 11600 /IEC 181 & 181B (1966 ) Index of electrical measuring 

apparatus used in connection with ionizing radiation 
IS 11418 ( Part 1 ) : 1986 / ISO 3309 : 1984 High Level Data Link 

Control Procedures- Part 1 Frame Structure 
IS 11418 (Part 2 ) : 1986 /ISO 4335 : 1984 High Level Data Link 
Control Procedures - Part 2 Consolidation of Elements of Procedure 

IS 11418 (Part 3 ) : 1986 /ISO 7809 : 1984 High Level Data Link 
Control Procedures-Part 4 Consolidation of Classes of Procedures 
IS 14173 : 1994 /ISO 7812 : 1987 Identification Cards- Numbering 

System and Registration Procedure for Issuer Identifier 


27 . 


22 December 2016 


28 . 


22 December 2016 


29 . 


22 December 2016 


22 December 2016 


22 December 2016 


22 December 2016 


22 December 2016 


34 . 


22 December 2016 


35 . 


22 December 2016 
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